osi/.D 


Chief, Military-Seiengltc Division, PIC 


Recuirement si/ar /2h5/58 


je A search of photogradg of the BAKU area failed to reveal 
the existence cf the subject inztallation. Heavy cloud cover and 
heic, however, vrecluded a complete sean of the ares in and around 
BA. é 


Se The date of the photography used wl ee ee, 25X11 
it is suggested that this is another limiting factor in i ping 


the subject inustalletion. 


3. A cursory search of colleteral intelligence failed to provide 
any leads on possible locatione of the installation. 


4, It is requested that thie oroject be eancelled. 
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